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The direction in which the fluid is applied should always
be selected with the view of obtaining a location where it
will remain on the work long enough to have the maximum
effect, that is to say, where there will not be a great tendency
to throw the coolant; and this is particularly desirable in

Fig.  15.    Provision for delivering Copious Flow of Compound
to  insure Adequate Cooling of Tools and Work
the case of high-speed machinery such as grinding machines,
because the fluid may actually be thrown clear of the work,
on the operator and the floor surrounding the machine. In
this connection the pressure at which the fluid is applied is
also very important; if the pressure is too high there will be